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THE WHITE HOUSE 


WASHINGTON 


PRESIDENT'S FOREIGN INTELLIGENCE ADVISORY BOARD 


December 10, 1976 


Dear Mr. Bush: 


At our meeting last week, Dr. Pipes sought 
the Board's opinion on getting the unclassified 
"B' team material into the public domain. 

We were concerned that he did not get an 
adequate answer, and have therefore sent 
him the attached letter. 


Sincer — 
Tay a 


Wheaton B. Byers 


The Honorable George Bush 
Director of Central Intelligence 
Washington, D. C. 20505 


Enclosure: Copy of Mr. Cherne's ltr 
to Dr. Pipes, dtd 12/9/76 
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